ODT TRAINING PLAN AND MISSION STATEMENT 

For use of this form, see AR 350-9; the proponent agency is DCS, G-3/5/7. 



Attach to Overseas Deployment Training Coordination Sheet (DA Form 7534). 

Data must match Overseas Deployment Training Coordination Sheet (DA Form 7534). 



REQUIREMENT CONTROL 
SYMBOL CSGPO- 438 



FY: 

First FHalf Second FHalf 


Matches unit METL? 


□ 


Yes 


□ 


No 


ODT Line Number: 


Good mission for this unit? 


□ 


Yes 


□ 


No 


COMPO: 


Evaluation required? 




Yes 




No 


UIC: 


Other: | 



PAX: 

Exercise: 

Type task: 

Funding (Check one) 

j U 

Mission Statement: 



Start Date (YYYYMMDD ) : 
End Date (YYYYMMDD) : 
Location: 



Personnel/Rank/MOS requirements: 



Unit METL tasks to be trained: 



Unit supporting tasks (ARTEP/MTP) to be trained: 
Task # Task 



Reference 



Additional Unit Training Requirements: 
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PREVIOUS EDITION IS OBSOLETE. 
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